SOUTH FLORIDA WATER MANAGEMENT DISTRICT 
SUSPENDED VENDOR LIST 


The following vendor(s) have been removed from the Vendor List pursuant to 
Rule 40E-7.215(11), F.A.C. 


TEMPORARY SUSPENSION 


There are no vendors listed on the Permanent Suspension List. 


PERMANENT SUSPENSION 


There are no vendors listed on the Permanent Suspension List. 


